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UNCLASSIFIED 

PAGE 01 MANILA 11512 100937Z 
ACTION SY-05 

INFO OCT-01 EA-12 ISO-OO /018W 

071191 110327Z/64 

R 100853Z JUL78 
FM AMEMBASSY MANILA 
TO SECSTATE WASHDC 8204 
INFO AMCONSUL HONG KONG 

UNCLAS MANILA 11512 

FOR A/SY/OPS/T 

HONG KONG FOR RSS AND RTC 

E.O.l 1652:N/A 
TAGS:ASEC 

SUBJECT: ALARM INSTALLATION REQUIREMENTS 
REF: MANILA 10587 


Message Text 


1 . TSO HAS RECEIVED REPLY FROM SY/OPS/T SUPPLY THAT 
ADVISOR AV-162 ALARM MONITORS REQUESTED IN MANILA REF 
TEL ARE NOT STOCK ITEMS. IN LIGHT OF THIS, PLEASE 
SUPPLY THREE EACH ADVISOR AV-160S MONITORS VICE THE 
AV-162 UNITS. 


2. TWO EACH 500 FOOT ROLLS OF SHIELDED QUAD.ALSO REQUESTED 
IN MANILA REF TEL, ARE STILL REQUIRED. MURPHY 


UNCLASSIFIED 
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